CELLS

:   SERUM

CLOT

PLATE 1
Lfft, sample of blood immediately after centrifuging, showing the separation of
cells * about 45 per cent) from plasma (about 55 per cent).   Right, uncentrifuged
sample of blood about one hour after it has coagulated and the clot has condensed
or rdradtd.